From: NC Gov. Cooper [ncgovernor.webforms@gnnail.com] 

Sent: 11/11/2017 5:45:56 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Submitted on Saturday, November 11, 2017 - 5:45 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Thomas 
Last Name Brennan 
City Durham 
State NC 

Email thomassummersbrennan@gmail.com 

Phone Number 3367496481 

Message 

Governor Cooper, 

Thank you for delaying the Atlantic Coast pipeline, as a citizen of our great state I'm concerned about the 
impact the pipeline might have on our environment. I would like you to make sure that the proper 
environmental studies are done so that we can be clear on what impact the pipeline will have. 

Thanks, 

Thomas Brennan 

The results of this submission may be viewed at: 
https://governor.nc.gOv/node/ll/submission/25003 










